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985 April 17, 1914 

(61) Milk supplies found to contain over 100,000 bacteria per cubic centimeter on 
two or more different days will be excluded from Kearny until satisfactory evidence is 
shown that the milk may be reasonably expected to contain less than this number of 
bacteria. 

(62) Milk shall contain not less than 3.25 per cent milk fats. 

(63) Milk shall contain not less than 8.5 per cent of solids not fat. 

(c) No pasteurized milk shall be sold in the town of Kearny unless it is conspicu- 
ously labeled "Pasteurized." Said label shall also state the degree, 150° F., tempera- 
ture and date of pasteurization. 

(d) No substance or compound shall be added to any milk which is to be exposed 
or offered for sale, and no substance shall be extracted therefrom. 

(e) No milk shall be sold in Kearny which is obtained from a dealer who handles 
in part a supply not approved by this board, and no person shall deliver or offer for 
sale in the town of Kearny any milk unless the entire supply which he handles com- 
plies with the requirements hereinbefore set forth unless satisfactory evidence is given 
this board that the two supplies are kept separate. 

(J) No milk shall be delivered stored or transported at a temperature exceeding 50° F. 

(g) No ice which is obtained from a source which is contaminated or which is so 
situated that it may become contaminated shall be used for cooling milk. 

Sec. 8. Cream. — No cream shall be sold, exposed for sale, or delivered within tht 
town of Kearny unless it is produced and handled in accordance with the require- 
ments hereinbefore set forth for the production and handling of milk. The board of 
health may from time to time, when in its opinion the public interest may require, 
permit by resolution the sale of milk as herein specified, provided that such milk 
is pasteurized by subjecting it to a temperature of 150° F. for 20 minutes or by 
equivalent process. 

Sec. 9. Penalty.- — Any person violating any of the provisions of this article shall, 
on conviction thereof, forfeit and pay a penalty of $25 for each offense. 

Garbage and Refuse — Permit Required for Dumping. (Ord. Aug. 7, 1913.) 

All persons, parties, firms, or corporations dumping earth, ashes, garbage, or other 
materials in the town of Kearny must first obtain a permit from the board of health. 

All persons, parties, firms, or corporations violating any part of this ordinance shall 
forfeit and pay a penalty of $25 for each offense. 

Slaughterhouses — Regulation of. (Ord. Aug. 7, 1913.) 

Section 1. In every slaughterhouse or rendering plant hereafter constructed in 
the town of Kearny, the floors shall be paved with asphalt or some other impervious 
material, properly sloped to a well-trapped and permanently grated inlet having 
connection with a sewer; the walls thereof shall be covered to a height of 7 feet with 
some smooth impervious material; the yards, apartments, and pens connected there- 
with shall be paved with brick or stone laid in cement or concrete or some other 
impervious material and properly sloped to a well-trapped and permanently grated 
inlet having a connection with a sewer. Every slaughterhouse or rendering plant 
shall be supplied with an adequate water supply and such arrangement of hose or 
pipes as will enable the walls, floors, and yards to be effectually washed; and every 
slaughterhouse or rendering plant and the apartments and pens connected therewith 
shall be properly ventilated according to the direction and to the satisfaction of the 
board of health. 

Any person or persons, firm or corporation who shall be the owner of or operate any 
slaughterhouse or rendering plant failing to comply with the directions of or offending 
against or violating any of the provisions of this section shall, on conviction thereof, 



